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GAS STATION INFORMATION 

が參奪 


Auxiliary catch lever Trunk opener Fuel filler door 


P.492 P.26 P.64 



1 Hood lock release lever | 

1 Fuel filler door opener 

|Tire inflation pressure! 

R492 

R64 

P.613 



Fuel tank capacity 

22.1 gal. (84L. 18.4 Imp.gal.) 

Fuel type 

Unleaded gasoline only R 65, 608 

し old tire inflation 
pressure 

R613 

Engine oil capacity 
(Drain and refill) 

qt. (し Imp.qt.) 

With filter 9.1(8.6,76) 

Without filter 8.9 但 .4| 7.4) 

Engine oil type 

Toyota Genuine Motor Oil or equivalent 

Oil grade: ILSAC multigrade engine oil R 609 

Recommended oil viscosity: SAE-5W-20, -OW-20 
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